





































































exit devices 



TWO MOVING PARTS! 


RIM DEVICES 
5400 SERIES 


Number Lock Function 

5400 No outside operation. 

5422 Thumb latch from outside, 
always free. 

5433 Thumb latch from outside, 
locked by cylinder. 

5444 By knob from outside, 
always free. 

5455 By knob from outside, 
locked by cylinder. 


5400 LHRB 


RIM DEVICES 
5300 SERIES 



5300P 

and 5400 Series 

Number 

All 5300 

Devices may be furnished 
with Paddle release in place 

5300 

of bars. 


5311 



CN 

CN 

CO 

V) 

4 . • 

' • / 

5333 


: ,J / 

5344 



5355 


ei* 


Lock Function 

outside operatic 

h retracted by c> 

-mb latch from c 

always free. 

Thumb latch from c 
locked by cylinder. 

By knob from outs 
always free. 

By knob from outs 
locked by cylinder. 


5300 AND 5400 SERIES 

2%" x 6%". 

2 3 / 4 " x 414". 

1 %" x 4%". 

1" O.D. x .060" wall. 

Case, arms & trim Cast bronze or aluminum. 

Pivots and springs .. Stainless steel. 

Bottom of lock and outboard cases. 
Case bolts directly into trim lugs. 


Center case 
Top or bottom case 
Outboard case ... 
Bar . 


Bolt dogs 
Screws 


MORTISE DEVICES 
5500 SERIES 

Mortise devices for the active 
door use a case of similar design 
to the 5300 Series. When used in 
pairs, the 5600 Series vertical rod 
device for inactive door is similar 
in all respects to 5400 device. See 
our complete catalog for more 
detailed information. 



Dimensions of 5333 x 2513 center case and trim. Center 
case of 5400 series and other 5300 series devices same. 
Note exclusive UNI-TRIM feature. Machine screws bolt 
through case directly into trim lugs for proper locating 
of trim and improved stability. 


^»‘ Tr 
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TRIM FOR EXIT DEVICES 


THUMB LATCH OR KNOB LOCKED BY CYLINDER 

3513 3523 3433 2513 2523 



2433 2543 



i 


SET 

5333 (not illust.' 
5333 x 3513 
5333 x 3523 
5333 x 3433 
*>533 * 2513 
3 v 5 523 
,533 ;< 2433 
5355 ;< 2543 


OUTSIDE TRIM 

NONE 

SECTIONAL 

SECTIONAL 

SECTIONAL 

PLATE 

PLATE 

PLATE 

LOCKED BY CYL. 


THUMB LATCH OR KNOB ALWAYS FREE 

3512 3522 3432 2512 2522 


2432 



2540 



SET OUTSIDE TRIM 


5322 (not illust.) NONE 


5322 x 3512 
5322 x 3522 
5322 x 3432 
5322 x 2512 
5322 x 2522 
5322 x 2432 
5344 x 2540 


SECTIONAL 

SECTIONAL 

SECTIONAL 

PLATE 

PLATE 

PLATE 

PLATE, KNOB FREE 


CYLINDER RETRACTS BOLT 

3511 3521 3431 2511 2521 



m 




2431 

Q 

-r 

l 


SET OUTSIDE TRIM 

5311 (not illust.) NONE 


531 1 x 351 1 
531 1 x 3521 
5311 x 3431 
5311 x 2511 
531 1 x 2521 
531 1 x 2431 


SECTIONAL 

SECTIONAL 

SECTIONAL 

PLATE 

PLATE 

PLATE 


EXIT ONLY-NO OUTSIDE OPERATION 

3510 3520 3430 2510 



2520 




SET OUTSIDE TRIM 

5300 (not illust.) NONE 


5300 x 3510 
5300 x 3520 
5300 x 3430 
5300 x 2510 
5300 x 2520 
5300 x 2430 


SECTIONAL 

SECTIONAL 

SECTIONAL 

PLATE 

PLATE 

PLATE 


SARGENT & GREENLEAF, INC. • ROCHESTER 21, 



NEW YORK 






































SASH AND DOOR CONTROLS 



CONCEALED DOOR HOLDER 
No. 600 series — single octing 
doors. 

No. 700 series — double ct. / v? y 
doors. 

Made of architecture! h" • 
channel 1" x 3 i" (SuE.-x 
heavy duty Hi" x 3 -i"). C _- ’ 

knob may be preset to feo5d 
door open automatically 
Hold-open tension adjustable. 
Reversible. 



FRICTION DOOR HOLDER_ 

Concealed 

No. 820 — with friction. 

No. 830 — without friction _ 

stop only. 

No. 840 — without friction _ 

with 90° or 110° hold oper*_ 
Suitable for use on interior and 
corridor doors. Brass arms and 
channel. 



SURFACE DOOR HOLDER 
No. 190V 

Made of architectural bronze 
channel 1" x 3 A" with 1" x Va" 
bronze arms. Made for either 
90° or 110° hold open (specify). 
Hold open lever may be pre¬ 
set to hold door automatically. 
Hold-open tension adjustable. 
May be reversed. 


j 



FRICTION DOOR HOLDER — 
Surface 

No. 870 — with friction. 

No. 880 — without friction — 
stop only. 

No. 890 — without friction — 
with 90° or 110° hold open- 
Suitable for use on interior and 
corridor doors. Brass arms and 
channel secured with thru bolts. 



SURFACE DOOR STOP- 
HOLDER. Not reversible. 

No. 1480 — holds open at 
either 90* or 110° (specify). 
No. 1480J —stop (no holder) 
at either 90° or 110° (specify). 
Made of architectural 
bronze arms and bronze en¬ 
cased cherry shock absorber 
block. Also available in metal¬ 
lic lacquered steel. 



FRICTION SASH ADJUSTERS — 
Concealed 

TR series for top or bottom 
hinged light sash 8" to 32" 
high. Holds in any position up 
to 45° of opening. Weather 
resistant. Use 2 on each sash. 



CONCEALED HOLDER 
(interior doors) — reversible. 


Made with rust-resisting finish 
on steel channel. 


90° or 110°-steel arn 


No. 320-same with bronze 
arms. 


No. 310 - stop only - st eel 
arms. 


No. 330 - same with bronze 
arms. 



FRICTION SASH ADJUSTER 
concealed — heavy duty. No. 
950 series for top or bottom 
hinged heavy sash 30" to 42" 
high. Holds in any position 
up to 45° of opening. Weather 
resistant. Use 2 on each sash. 



SARGENT 
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SASH AND DOOR CONTROLS (cont) 



TUBULAR SASH ADJUSTERS 

"CASEHOLD" SERIES FOR INTERIOR 
(OR EXTERIOR) USE 

REVERSIBLE FOR RIGHT OR LEFT HAND SASH 
FEDERAL SPECIFICATION FF-H-111 A TYPE 1125 AND 1125A 







c 




■sf, 

Jj 

1 


.5 




I 

I 

Cass 

Size 

B 

LIGHT 


8'' 

0 

0A 

12 x 24 


Barrel Vj 

Rod Ha 

10*1" 

2 

1A 

2A 

15 x 36 

20 x 36 


MEDIUM 
Barrel s / t 

XT 

0 

CL 

& 

3 

4 

3A 

4 A 

20 x 7? 

26 a 72 


HEAVY 

Barrel V A 

XI 

0 

CL 


5 

T5 

5A 

T5A 

30 x 80 
French Dc-.» . 

26 --36* 




CONCEALED CASEMENT 
FRICTION ADJUSTER 

HM SERIES — Adjustable friction 
control for varying weights of 
Sash and Draft conditions. Con¬ 
cealed in top rail of sash, open 
channel types. 

HME SERIES — Without Friction 
Suitable for Top rail of sash 12" 
to 40". Brass arms and channel. 



DOOR PLATES 

TYPE A — Cast aluminum, black background, 
satin, aluminum relief. 

TYPE B — Cast bronze, black background, satin, 
bronze relief. 

PLATE — 1%" wide — length as 
required — !4" thick 
CHARACTERS - high (max¬ 
imum per plate) 

BORDER — W wide 


TEACHERS REST ROOM 


WALL BUMPERS-DOOR MUTES 

U4 


# 

TS 


1 


WB5 SERIES-FED SPEC 
FF-H-111a: 

TYPE 1326 (WB5) 

TYPE 1326T (WB5T) 




DM3S 


WB5T 



WB6 


WB6 SERIES - Similar 
but with recessed center 
to clear stop button of 
cylindrical locksets. 

WB5 WB6 3 WOOD 
SCREWS 

WB5X - WB6X 3 RAWL 
PLUGS 

WB5XP - WB6XP 
1 EXPANSION 
SHIELD 
WB5T - WB6T 
1 TOGGLE BOLT 


DOOR MUTES - 

SERIES DM 

FED SPEC. FF-H-111a: 

TYPE 1337A (DM3S) 
SINGLE FOR METAL 
BUCKS 

TYPE 1337A (DM3) 
DOUBLE FOR METAL 
BUCKS 

TYPE 1337A (DM3B) 
FOR WOOD STOPS 
APPROVED FOR 
V. A HOSPITAL USE 


ADJUSTABLE DOOR STOP-HOLDER 



Adjustable turret strike may be 
quickly turned from holder to 
cushion stop. Roller latch ten¬ 
sion and projection are adjust¬ 
able. Latch case is secured by 
concealed screws. Turret strike 
has smooth, rounded contours 
to protect electric floor polish¬ 
ing and scrubbing head?. 

Case and strike are cast bronze. 
All parts corrosion inhibited. 
FED SPEC FF-H-111a: TYPE 1168 
(MOD) APPROVED FOR V. A. 
HOSPITAL USE. DOOR CLEAR¬ 
ANCE FROM %" to 10". 


LC 


LBC 


LC SERIES 

FED. SPEC. FF-H-111a: 
TYPE 1341 (LC1) 

TYPE 1341A (LC2) 

LBC SERIES 

FED. SPEC. FF-H-111a: 
TYPE 1342 


ARM PULLS 



TYPE APL 



TYPE APS 


3507 

3507 SERIES-FED SPEC FF-H- 
111a: TYPE 1325E (3508X) 

TYPE 1325T (3508T) 

Grey rubber dome set in cast 
bronze or aluminum flange. 

No. 3507 has recessed center to 
clear stop button of cylindrical 
locks. 

No. 3508 hcs solid center. 

3507 -3508 WITH 2 WOOD 
SCREWS 

3507X - 3508X WITH 

2 MACHINE SCREWS AND 
TAMPIN SHIELDS 
3507T - 3508T WITH TOGGLE 
BOLT 

Concealed attaching plate has 
3 countersunk screw holes pro¬ 
viding for single center screw 
or 2 screws (to avoid webs) on 
terra cotta walls. 


HOSPITAL ARM PULLS 
CAST BRONZE OR 
ALUMINUM 

APL . 9" Long 

4” Projection 

APS . 5V2'; Long 

4" Projection 
FEDERAL 
SPECIFICATION 
FF-H-106A 

TYPE 458A APL 

APPROVED FOR 
V. A. HOSPITAL USE 
TYPE 458 . APS 


NO. 3920 SERIES 
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COMBINATION LOCKER LOCK 





No. 8020 


ON THE SPOT MAINTENANCE 

The few simple parts are easily disassembled 
for do it-yourself maintenance. 

EXCLUSIVE BONUS FEATURE: 

When desired, two or more locks may be set to the 
same combination in your own maintenance shop. 


tUm. Option 

LOCKING OR LATCHING 

IS ELECTIVE 

One of the many '■ ‘(.und only 

in the S & G 80?0 ,• : < enables 

the user to LA: : ■ tjuick 

re entry. No loitiv - . • ' Lorry 

jam the locking . t : lock 

bolt to keep tno ic • • 

For POSITIVE locking. ::v • 'mbina- 
tion is manually disperse A .‘tor the 

locking bar is dropped. 

Another KID PROOF '* feature 




SPY-PROOF DIAL 

Numerical observatior 
restricted to Operator- 
Precision cast for 
permanence, looks arv 
stability. 



TWO KEY PROTECTION 

MASTER KEY 


Paracentric grooving of 
the master key and 
precision pin tumblers 
protect the system 
from picking 
All lockers may be 
opened for periodic 
supervisory inspection 
and maintenance 


CHANGING KEY 

Operates in the mast® 
cylinder for RAPID 
change of combination 
Combination may be 
changed to any of 
8.000 different sets 
of numbers. 


SCHOOL WARDROBE HARDWARE 



All wardrobe doors open 
in unison ... silently. Avail¬ 
able space is easily found 
without disrupting class. 
All doors close simultane¬ 
ously. 

Balanced ball bearing piv¬ 
oted doors open without 
effort—six doors require 
only about four pounds 
pull to open . . . much less than a fire exit door. Doorways are clear and 
unobstructed from floor to soffit. 

Continuous shelving makes all wardrobe space usable. 

Rigid non-rattling doors may be covered with chalk or cork boards and 
provide a continuous solid work surface. 

Any number of doors . . . odd or even . . . provided under the millwork 
contract and doors of any height may be used. 
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PRISON LOCKS 


MATERIAL: Jail Bronze 
TUMBLERS: 5 Lever (Hard Brass) 

BOLT. Steel Standard (Jail Bronze with 
hardened steel inserts, extra) Throw V/'. 
Projection V2" standard, longer sizes 
extra. 

HAND: Not Reversible 
WEIGHT: 6 lbs. each 

SIZE: 5Vi " w ‘ d ® b y 3%" high by 1 Vj" thick 

TYPES 

No. 482 Flat Key. Keyed one side. 

No. 486 Flat Key. Keyed both sides. 

No. 482G Paracentric Key. Keyed one side 
No. 486G Paracentric Key. Keyed both sides. 
No. 492 Solid Post Key. Keyed one side. 
No. 496 Solid Post Key. Keyed both sides. 


DEAD BOLT LOCKS 



DEAD-LOCKING 
SPRING BOLT LOCKS 



MATERIAL: Jail Bronze 
TUMBLERS. 5 Lever, Hard Brass 
LATCHBOLT: Jail-Bronze, Throw Pro¬ 

jection Vj” standard, longer sizes extra. 
DEAD LOCKING BOLT. Steel 
HAND: Not Reversible 
WEIGHT: 10 lbs. each 

SIZE: 5 7 /t" wide by 5" high by 1%" thick 
TYPES 

No. 562 Flat Key. Keyed one side. 

No. 566 Flat Key. Keyed both sides. 

No. 562G Paracentric Key. Keyed one side. 
No. 566G Paracentric Key. Keyed both sides. 
No. 572 Solid Post Key. Keyed one side. 
No. 576 Solid Post Key. Keyed both sides. 



MATERIAL: Jail Bronze 
TUMBLERS; 5 Lever, Hard Brass 
BOLT: Jail-Bronze with hardened Steel in¬ 
sert. Spaced standard for J/j" frame. 
Other sizes extra. 

DEAD LOCKING PLUNGER: Steel 
HAND: Not Reversible 
WEIGHT: 9 lbs each 

SIZE. 6'/," wide by 4V 4 " high by 1 "/, 6 " thick 
TYPES 

No. 582D Flat Key. Keyed one side. 

No. 586D Flat Key. Keyed both sides. 

No. 582DG Paracentric Key. Keyed one side. 
No. 582GD Paracentric Key. Keyed both sides. 
No. 592D Solid Post Key. Keyed one side. 
No. 596D Solid Post Key. Keyed both sides. 


DEAD-LOCKING 
SLIDING DOOR LOCKS 


Used on metal or wood gun cabinet 
doors and for room doors of medium 
security prisons. Tumblers are bank- 
vault sawed type for maximum secur¬ 
ity. 

MATERIAL: Cast Bronze case, face and 
strike 

TUMBLERS: 4 Lever, Hard Brass 
DEADBOLT: Cast Bronze, 3 Hard Steel 
Inserts. Throw 
KEYED: Both Sides. 

KEY: Nickel Silver No. 31HH 
HAND: Reversible (Flat Front) 

WEIGHT: 2'A lbs. each 


Used on food pass wickets and gates. The 
case forms a protective housing around the 
latchbolt. Tumblers are bank-vault sawed 
type for maximum security. 

MATERIAL- Jail-Bronze 
BOLT: Jail-Bronze, Throw 
TUMBLERS 5 Lever, Hard Brass 
HAND: Left Hand only (moy be used 
vertically) 

WEIGHT: 2 lbs. each 

TYPES 

No. 452 Flat Key. 

No. 452G Paracentric Key. 

FOR LOCK BLANK NO. 

KEYS. No. 452 No. 89 

No 452G No. 89G 


FOOD PASS LOCKS 



MORTISE DEAD LOCK 



KEYING 

CELL DOOR LOCKS, in each tier should be keyed alike. Each tier should 
be different from all others. 

CORRIDOR DOOR LOCKS, within each area may be keyed alike. How¬ 
ever, never key alike doors which lead from one important space to 
another. 

CONTROL CABINET, GW- l • •' l:r< 'OCK5, should be keyed different 
from al! clhrt r d t. r ► • .< •> . for maximum security use two 
locks on each d.u • =. v . . V 1 . differently. It then is necessary to 

use two o«frev • . y ■ ~ j t • ■ : _ V. these important doors. 

PiPt ACC -' .’ • < > n.-iv be keyed alike, but different from 

oil athirj 

ROOF SCUT 7 Lr i.OCKS, may be keyed alike but different from all others. 

ENTRANCE GATE LOCKS, should be keyed differently from all others. 

KEYS: Keys are always furnished to order and are not included in the 
price of the lock. 

SPECIAL NOTE: We do not recommend masterkeying of prison locks. 
Masterkeying results in a loss of security because of loss of key changes. 
The chances of picking are proportionately increased. If the key system 
is properly prepared, there is no reason for masterkeying. 

JAIL BRONZE: Jail Bronze is a special, tough, bronze-alloy developed 
by Sargent & Greenleaf Foundries for use particularly in Jails and 
Prisons. It is non-corrosive, and has a tensile strength of 60,000 lbs. 
P.S.I., exceeding that of malleable iron. It has a hardness of 110 
Brinnell. 


KEYS 


FLAT KEY WITH CAST HEAD 
Made also with paracentric 
grooves, both regular (as illus¬ 
trated) and reverse grooves. Large 
cast bronze head provides maxi¬ 
mum leverage for extra-heavy 
locks such as No. 560 and No. 
580D Series. May be used with 
any of our flat or paracentric type 
Prison Locks. 


NO. 29GC 

H2 (REG. GROOVE ILLUSTRATED) 



PLAIN FLAT KEYS 
Made also with paracentric 
grooves, both regular (as illus¬ 
trated) and reverse grooves. Para¬ 
centric type provides least possi¬ 
ble space for insertion of picking 
tools, and is difficult for inmates 
to duplicate. Flat or non-grooved 
type is less expensive and is 
reasonably resistant to picking 
and duplication. 


NO, 29G 



SOLID POST KEY 

Chief advantage is the difficulty 
in fouling the large key hole with 
foreign matter; difficult to dupli¬ 
cate. Often preferred for its 
weight, which makes it a conven¬ 
ient emergency weapon, is easy 
to throw. Blade and shank are 
forged in one piece. 



NO. 105 
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SARGENT & GREENLEAF, INC. 

OTHER PRODUCTS 



% CE ^ 



ION 


SPY-PROOF DIALS 


UNIVERSAL v. JD o 

BURGLAR-PROOF s —V _ 

VAULT LOCKS ||k 



Vi ON- 


TRADE NAMES 

^l-TRIM FEATHER-TOUCH 

k |D-PROOF SPY-PROOF 

^ANIPULATION-PROOF S-G 



DIRECT FACTORY REPRESENTATION 


HE 


w 





IN CANADA 

COAST TO COAST AGENCY AND SALES, LTD. 

Jack M. Wilson, Mgr. . . New Hamburg, Ontario 

Jack R. Jobe . Peterboro, Ontario 

Paul Rioux . Montreal, Quebec 

Lloyd Moffat.Winnipeg, Manitoba 

Jack Mathcson . Amherst, Nova Scoti< 

W. H. Keurvorst,.North Vancouver, B. C. 


LIVINGSTON E. ATKINS, JR. . 701 Montford Drive, Charlotte 9, N. C. 
WADE E. BOWSER 

Wade E. Bowser . 165 W. Wacker Dr., Chicago 1, Illinois 

Dave Delano . 619 Revere Road, Glenview, Illinois 

Don Loss . Rte. 1, Box 381, Muskego, Wisconsin 

l. J. CAPPA & ASSOC. 

1. J. Cappa . 1025 S.E. Third Ave., Portland 14, Oregon 

Don Williams . 14724 S.E. 37th St., Bellevue, Washington 

COMMODORE SUPPLY CORP. 

C. A. England, Jr . 55 West 42nd St., New York 36, N. Y. 

A. D. DUGAN, JR . 96 Brookwood Road, Rochester 10, N. Y. 

ROBERT A. EISEN ASSOC. 

Robert A. Eisen . 28 Maywood, Birmingham, Michigan 

Robert W. Gano . 28 Maywood, Birmingham, Michigan 

T. F. GERAGHTY CO. 

Daniel S. Ryan . 2635 University, St. Paul 14, Minnesota 

Joseph H. Schnurr - 3712 So. Webster St., Ft. Wayne, Indiana 

Robert J. Murphy . 807 Seton Ave., Cincinnati, Ohio 


KENNEDY & SHORE 

Edgar C. Kennedy.102 East 9th St., Kansas City 6, M.ssoun 

Roy R. Shore.102 East 9th St., Kansas City 6, Missouri 

Harold K. Nap .102 East 9th St., Kansas City 6, Missouri 

E. R. LENGERT.-. 6530 Orchid, Dallas 30, Texas 

HAROLD S. MILLER .133 N. Dithridge St., Pittsburgh 13, Pa. 

MONFORT, NEUNER & ASSOC. 

Don E. Monfort . Rood. Memplm Id. Tenn. 

James N.unor . • 1™ Ridgewood Dr.. St tools 19, Mo. 

EDWIN J. MORTON & ASSOC. 

Edwin J. Morton .. 15 tinwood Rood, Wellesley 82. Massachusetts 

ARTHUR A. BURRIS . . 3024 l> '' S ’ D ‘ r "" 7 ' C<,, °' 

HAROLD ROSE.••• ««> » • 

GllB Gi^ir°Vit. 0 ASSOC ' 910 Biscay — Betid..- M.-mi 32. Florid. 
W WHiiomso„ ;. ^ ^ Son Car 

A ' 31, Eos, .1,. , . to, Anttetvs, Californio 

Art F. Wheeler • } .. s ,.„i . Honolulu 4, Howoli 

Lawrence B. Stuart %J1 . .. 

FRANK S. WORTHINGTON, ° 
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